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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 150424 
ORIGIN EB-08 

INEO OCT-OI EUR-I2 ISO-00 DODE-00 NSAE-00 ICA-II 
TRSE-00 SOE-02 DOE- 1 5 CIAE-00 COME-00 /049 R 

DRAETED BY EB/ITP/EWT:CECOLE 
APPROVED BY EB/ITP/EWT:RPRACHT 

048160 I4I224Z/50 

R 140127Z JUN 78 
EM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

CONEIDENTIAL STATE 150424 

USOECD, EXCON 
E.O. II652:GDS 

TAGS: AINE, ESTC, COCOM, HU, US 

SUBJECT: US ELECTRON BEAM EQUIPMENT TO HUNGARY IL-I355 

REF: A. COCOM DOC (78) 307 B. 78 PARIS 17981 

THIS EQUIPMENT IS COVERED BY IL-1204. CHRISTOPHER 


CONEIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: EXPORT LICENSES, ELECTRIC EQUIPMENT 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 50424 

Document Source: CORE 

Document Unique ID: 00 

Drafter: CECOLE 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D780248-0421 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780660/aaaab2jq.tel 

Line Count: 37 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 7b663289-c288-dd1 1-92da-001cc4696bcc 
Office: ORIGIN EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2355491 
Secure: OPEN 
Status: NATIVE 

Subject: US ELECTRON BEAM EQUIPMENT TO HUNGARY IL-1355 
TAGS: AINF, ESTC, HU, US, COCOM 
To: PARIS 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/7b663289-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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